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FIRST  CONGREGATIONAL  CHURCH 
OF  CHATHAM 

Organized  1720 
Present  building  built  in  1830 
Cor.  Main  Street  and  Old  Harbor  Rd. 
Chatham,  Cape   Cod,  Massachu 
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POST  CARD 

ADDRESS 


